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BILL NO. S-92-07-/£ ; 


SPECIAL ORDINANCE NO. EIA 


AN ORDINANCE certifying and 
approving the need for the 
services of a consultant to 
provide professional engineering 
services to conduct a site- 
specific evaluation of certain 
pollutants discharged into the 
Maumee River by the Water 
Pollution Control Plant through 
the Fort Wayne Board of Public 
Works. 
WHEREAS, the City of Fort Wayne through its Board of 
Public Works desires to have professional engineering services 
conduct a site-specific evaluation on the impact of discharging 
certain pollutants into the Maumee River in the vicinity of the 
Water Pollution Control Plant; and 
WHEREAS, such services will provide 7-day chronic 
toxicity tests for certain pollutants; a proposed discharge 
limit for the Water Pollution Control Plant developed from the 
7-day chronic tests; documented analyses report to assist the 
City of Fort Wayne in negotiating its NPDES discharge limits; 
and will meet with City representatives and Indiana Department 
of Environmental Management officials in the context of the 
¡Water Pollution Control Plant NPDES Discharge level 
negotiations; and 
WHEREAS, the City of Fort Wayne does not have the 
capability of performing this work with in-house forces; and 
WHEREAS, the City of Fort Wayne Board of Public Works 
| believes that there is a need to employ a consultant to perform 
this service; and 
WHEREAS, it is anticipated that the amount to be paid 
to said consultant, on an annual basis, will be in excess of 
$15,000.00. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 
| 
SECTION 1. The Common Council of the City of Fort 


Wayne hereby certifies and approves the need for the services of 


a consultant to provide professional engineering services to 
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discharged by the Water Pollution Control Plant. 
SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and any and all necessary 
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conduct a site-specific analysis of certain pollutants 
approval by the Mayor. 


SY PES 


Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 








Read the first time in full and on motion by A Sor MRP ' 
seconded by———— -~ ;, and duly adopt d, read the second time by 


title and referred to the Committee on DAA la 
City Plan Commission for recommendation) and Public H 
due legal notice, at the Common Counci erence Room 128, City-County 

Building, Fort Wayne, Indiana, on , the , day 


of , 19 E fd M., E.S.T. 
. I l 
DATED: Z-af-sa? : BE; 
. 7 











Read the third time in full and on motion by A + 
se conde 53 ———mm , and duly adopted, placed on lts passage. 
PASSED SP- by the following vote: 

AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES g / 
BRADBURY ı 
EDMONDS e 
GiaQUINTA un — 
HENRY 7 
LONG ce 
LUNSEY oc 
RAVINE — 
SCHMIDT ec“ 


TALARICO 


¿— 
DATED: L J- GA 5 Lu 


SANDRA E. KENNEDY, CITY CLERK 





Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION) “CT TAPPROPREATION)-—-——— GENERAL) 
(SPECIAL) t{ZONENG) ORDINANCE RESOLUTION NO. Z- AER 


on the MA A day of € = P , 19 gal 





LE. (SEAL) 
£ Lar. ` 
io Flo tg LZ PR , 
SANDRA E. KENNEDY, SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER Lo 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 


the x AR A day of Lege A, , 19 2,2 
at the hour of (Pp O o'clock É). ‚M., E.S.T. 


É 


SANDRA E. KENNEDY, CITY CLERK 











Approved and signed by me this I2h d N of y 


9 YL, at the hour of | -00 o'clock , E.S.T. 
Qe ALL 


PAUL HELMKE, a SEE 


DIGEST SHEET 


TITLE OF ORDINANCE ORDINANCE 

DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE PROVIDES PROFESSIONAL ENGINEERING SERVICES 
FOR AN EVALUATION OF CERTAIN POLLUTANTS DISCHARGED BY THE FORT 
WAYNE WATER POLLUTION CONTROL PLANT. DOCUMENTED ANALYSES WILL 


ASSIST CITY IN NEGOTIATING NPDES DISCHARGE LIMITS. 


LD FA - 227-6 


EFFECT OF PASSAGE PROFESSIONAL ENGINEERING SERVICES ARE APPROVED. 


ANALYSES OF DISCHARGED POLLUTANTS CAN BE MADE. 


EFFECT OF NON-PASSAGE ANALYSES OF DISCHARGED POLLUTANTS CANNOT BE 


MADE. 
MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 


ASSIGNED TO COMMITTEE (PRESIDENT) 


BILL NO. S-92-07-16 


REPORT OF THE COMMITTEE ON 
FINANCE 


MARK E. GiaQUINTA, CHAIR 
DONALD J. SCHMIDT, VICE CHAIR 


EDMONDS, RAVINE 


WE, YOUR COMMITTEE ON FINANCE TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOLUXXDONS _ certifying and approving 
the need for the services of a consultant to provide professional 


engineering services to conduct a site-specific evaluation of certain 
ollutants discharged into the Maumee River by the Water Pollution 
Control Plant through the Fort Wayne Board of Public Works 











HAVE HAD SAID (ORDINANCE) (RESODUIXDON UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) (RESOLIKKBONIK ER 


DO_PASS ; ; _DO NOT PASS -¿EBSTAIN NO_REC 





DATED: UA 


Sandra E. Kennedy 
city Clerk 


